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NO NIGHT ACTION 

AC FT 123 MADS FLT NUMBER 47 TODAY 27 TtfOJPURS 

and 2W0JIINUTES, PILOT GILLILAND* PURPOSE OF FLT CH£CKOUT£ F 
EL ECTRICAL SYSTEM FOLLOWING MALFUNCTION PREVIOUS FLT g _ PLbS 
■^HEcToTaDF* ^OSS vJeIGHT 85^00, CG2I*? PERCENT* A3 CLIMB 
TO 30,000 FEET., ALTERNATORS TRIPPED OFF AMD ON, VARIED EMMS 
RPM WIDELY, VARIED AIRSPEED* ALL ALTERNATOR O PER ^^ O ^k ,. 
REMEDIAL ACTION TAKEN FOLLOWING D 

WAS NEW GENERATOR CONT ROL AND BUS TIE^CON ^CTOR^ HOWEVER , 

wnw ,, „„ i 

EXACT CAUSE OF PREVIOUS PR03LEK STILL UNKNOWN. hD? «... 
CONFIGURED WITH 71 INCH WHIP ANTENN* THIS FLT, HOMING AMO 
STATION PASSAGE INDICATIONS WERE GOOD, PILOT STAYED IN CLOSED 
TRAFFIC PATTERN FOR SIMULATED SINGLE ENGINE LANDING PRACiiW.. 
DRAG CHUTE WAS EQUIPPED WITH MEW 8 FOOT DRAGUE. DEPLOYMENT , A1 
TOUCHDOWN WAS EXCELLENT WITH RAP® BLOSSOMING* OF MAIM CANOPY, 
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